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SUBJ: IAEA MONACO LABORATORY REQUEST FOR EQUIPMENT 

1. REF BEASLEY'S NOVEMBER 28, 1974, LETTER TO HINSON INQUIRING 
WHETHER 

U.S. COULD ASSIST IN ACQUIRING FOR MONACO LABORATORY A CANBERRA 
MULTICHANNEL ANALYZER AT COST APPROXIMATELY DOLS 15,343. ADVISE 
BEASLEY THAT SURPLUS EQUIPMENT NOT AVAILABLE. ERDA S BER PROGRAM 
VERY INTERESTED IN RESEARCH MONACO WILL UNDERTAKE WITH THIS PROPOSED 
NEW EQUIPMENT BUT UNABLE ASSIT IN PURCHASE EQUIPMENT AS PART OF 
RESEARCH ARRANGEMENT. BER ADVISES THEY WOULD LIKE TO CONSIDER 
SOME RESEARCH ARRANGEMENT FOR INFORMATION EXCHANGE IN FY 1976. IN 
MEANTIME, SUGGEST MISSION DISCUSS WITH APPROPRIATE AGENCY STAFF 
THEIR REACTION OUR PROVIDING THE EQUIPMENT FROM CY 1975 EQUIPMENT 
FUNDS, SUBJECT TO CONGRESSIONAL APPROPRIATION OF ADDITIONAL FUNDS 
BEING REQUESTED, OF WHICH APPROXIMATELY DOLS 100,000 WOULD BE 
AVAILABLE FOR EQUIPMENT GRANTS IN ADDITION DOLS 200,000 ALREADY 
EAR-MARKED FOR EQUIPMENT IN CY 1975. 

2. IN PURSUING QUESTION, MISSION MAY WISH CONFIRM WITH BEASLEY 
THAT NO OTHER FUNDS IMMEDIATELY A VAIL ABIE AND THAT HE PREPARED 
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VIENNA STAFF REACTION THIS PROPOSAL. IN VIEW BER'S INTEREST IN 
POSSIBLE FUTURE RESEARCH ARRANGEMENT. BELIEVE WE WOULD BE IN BETTER 
POSITION IF EQUIPMENT ULTIMATELY PROVIDED BY U.S. RATHER THAN U.K. 

OR SOME OTHER COUNTRY WHICH ERDA UNDERSTANDS, MAY BE CASE. IN 
ADDITION, BELIEVE THIS WOULD BE FURTHER INDICATION CONTINUING 
U.S. INTEREST IN AND SUPPORT OF AGENCY'S IMPORTANT ENVIRONMENTAL 
PROGRAM AND RELATED RESEARCH AT MONACO WHERE U.S. HAS MADE 
SIGNIFICANT GRANTS OF EQUIPMENT DURING LAST THREE YEARS. 

3. MISSSION REQUESTED ADVISE OF AGEN C Y VIEW S . 

INGERSOLL 
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